From: Barry Cadden 

Sent: Monday, April 25, 2011 10:11 AM 

To: gchin@neccrx.com 

Subject: RE: 

I did not think that we would find an answer to the beta issue..,no problem. ..dump it and move on. 
I will look into the ropiv issue today.... if we can't get the MD must change to bupiv 


From: Glenn Chin 

Sent: Monday, April 25, 2011 10:04 AM 
To: Barry Cadden 

Subject: RE: 

I can meet today if needed, I'll clear tomorrow's docket for some time to talk if that's better. 

The Beta Repos (P) we made a new lot with test results coming back fine. We'll trash the other lot. I still can't figure out 
what happened b/c when we made the new lot the A/C unit failed that day too but yet the results came back fine. The 
only thing I can think of is when they took the 2nd potency that they never took it from the new vial we sent them and 
were reading half of the Beta. Acetate since they already withdrew from the vial. The other thing that might have 
affected the product was the syringibility failed on the initial test with the samples. Maybe they had problems drawing up 
the Beta. Acetate because of the that. I re-homogenized the lot after if failed syringibility and send a new vial, but 
according to ARL it still failed. So I'm still unsure of what happened because the weights were fine and the A/C unit failed 
also on the second lot we made. The only thing that would be different would be syringibility. 

The other problem is the Ropivacaine. We have NONE, zero, zulch!!! We talked to Charlene already and she said she 
couldn't get any. Do we go to a commercial product now? We have multiple orders including a IT pump that require the 
drug. Do we call the facility to have them change the IT pump? Patient name is Kathleen Boehm from Dr. Stuart 
Rosenblum. Please advise as to were to go now. 

We'll those are the fires to put out for now! I'll talk to you later about the other ones. 


From: Barry Cadden 

Sent: Monday, April 25, 2011 9:35 AM 

To: Glenn Chin 

Subject: 

Howdy! 


Tell me when u have some time ...next day or two. Tomorrow will be best. 
What ever happened to that beta repos lot? 
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